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1. AMERICAN HOSPITAL SUPPLY OFFICIAL INFORMS US THAT THEY 
HAVE HAD REPORT FROM TEHRAN THAT FIRST PHASE OF HOSPITAL 
PROJECT WILL BE DIVIDED UP AND CONTRACTS AWARDED ON 
POLITICAL BASIS WITH FIRMS FROM US, FRANCE AND UK RECEIVING 
AWARDS. TOP-LEVEL COMMITTEE ALLEGEDLY PREPARING RECOMMEN- 
DATION ON POLITICAL DECISION. APPARENTLY UNDECIDED SO FAR 
WHETHER CONTRACTS WILL BE COST PLUS OR GUARANTEED COST. 

2. DEC. 19 WALL ST. JOURNAL REPORTS CLAIM OF AMERICAN 
MEDICORP THAT IT HAS SIGNED AGREEMENT IN PRINCIPLE ON PART 
OF HOSPITAL PROJECT. KISSINGER 
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